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Preface
2.   In writing a description of a method it is very desirable that minute details should be given (e. g., weights taken, volume of solution, temperatures, etc., etc.)
3.   If more than one method is used, please describe the one in every-day use   on which the commercial transactions of the firm are based.
4.   It is earnestly requested that a reply be sent at the earliest possible date.
Bach method will be published over the name of the sender. The work of the committee will be confined to collecting and arranging for publication -without comment or discussion.
F. C. PHILLIPS, Western University,  Allegheny,  Pa.
A. G.  MCKENNA, Duquesne Steel Works, Duquesne, Pa.
E. S. JOHNSON,
Parke Bros. & Co., 30th and Smallman Sts., Pittsburg, Pa.,
Committee.ern Pennsylvania, the undersigned wish to ask your cooperation in an effort to collect for publication in the proceedings of the society the methods of analysis in use in the various iron and steel works laboratories of the region.
